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BANTU 

BLOB 


NEW  "SAFETY  WHITE"  fluorescent  bal¬ 
lasts  can't  leak  or  ooze  tar.  Ever.  Because 
Jefferson's  exclusive  DRI-LOK®  fill  material  is 
thermosetting  and  will  not— can  not!— heat-soflen 
or  flow  at  elevated  temperatures.  Plus  .  .  . 


I  I  U.L.  Listed.  Comply  with  new  OSHA 
regulations.  Q  Exclusive  DRI-LOK  thermoset¬ 
ting  fill  material  "locks"  components  in  place  for 
increased  reliability.  □  Ballast  life  is  increased 
by  more  than  35%— up  to  three  years  longer  than 
the  asphalt  ballasts  you  are  now  using.  Q  These 
clean,  safe  ballasts  run  cooler,  run  quietly,  run 
longer,  will  not  support  combustion.  Q  All  these 
money-saving  advantages  only  in  "Safety-White" 
fluorescent  ballasts. 


SEND  FOR  THIS 
FREE  LITERATURE 

for  all  the  money-saving 
facts  on  new 

"Safety  White"  ballasts.  , 


®1972  Jefferson  Electric,  Div.  Litton  Systems,  Inc. 

JEFFERSON  ELECTRIC 

840  2Sth  Avenue.  Bellwood.  Illinois  60104 
No.  415  on  Free  Data  Card  for  more  information 
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